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The following were the readings when the bands were considered to be still distinct:—
83° 15'	70° 33'	82° 58'	70° 52'
83 28	69 53 .	82 41	71  2
83  0	70 30	83 37	71 20
Mean... 83 14	70 19	83  5	71  5
Hence
(R)   2a=12°55'J         (G)   2a=12°0'.
Here sin-12° 30' ='0372;  so that a difference of 4 per cent, between the darkest and brightest parts is sufficient to show the bands with distinctness.
It seems therefore that I was well within the mark in assuming that bands involving 5 per cent, of the brightness might still be visible.angular interval between the two positions was then taken as representing the value of 2«. In order that the bands should be recognizable with certainty it was found that 2a must be at least 14°. For a distinct and continuous impression 2a = I1?0. Corresponding to these, we have for 1 — h,
